Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 


Message Text 

UNCLASSIFIED 

PAGE 01 BONN 01329 2412I6Z 
ACTION EUR- 1 2 

INFO OCT-OI ISO-00 EB-08 /021 W 

2413 19Z 021247/53 

R24I2I2Z JAN 77 
FM AMEMBASSY BONN 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 4982 
USMISSION USBERLIN 
AMCONSUL DUSSELDORE 
AMCONSUL MUNICH 

UNCLAS BONN 01329 

E.O. 11652: N/A 
TAGS: BEXP, GW 

SUBJECT: ADS REQUEST - PARALLEL DATA SYSTEMS, SAN 
RAFAEL, CA. 

THE FOLLOWING FIRMS WERE CONTACTED INDIVIDUALLY BY THE 
FOREIGN SERVICE POSTS AND HAVE EXPRESSED THEIR INTEREST: 

1. EFE VERTRIEBS GMBH 
WILMERSDORFER STR. 79 
D-1000 BERLIN 12, GERMANY 
CONTACT: MR. BOTTKE 
PHONE: 030-885 50 46 

2. ING. JOCHEN DOERING 
BUSCHER HOF 37 

5037 KUERTEN-BUSCH 
CONTACT: HERR DOERING 
TEL: 02283-1000 

3. ENGSTROEM GMBH 
ELEKTROMEDIZIN 

BANZWEG 14, D-8000 MUENCHEN 60 
CONTACT: HERR LASZLO ERDELYI, GENERAL MANAGER 
PHONE: AREA 089, LOCAL 8713574 AND 8713575 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 BONN 01329 241216Z 

TELEX: 05-212691 

COMMENT: THE FIRM IS SMALL WHOLESALER AND IMPORTER 
OF MEDICAL EQUIPMENT WITH GOOD CONNECTION WITH 
HOSPITALS. MR. ERDELYI WANTS MORE DETAILED INFOR- 
MATION AND PRICE LIST. 

APPROVING OFFICER: GUSTAF COONTZ, COMMERCIAL COUNSELOR 
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STOESSEL 


UNCLASSIEIED 


NNN 
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Document Number: 1977BONN01329 

Document Source: CORE 
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Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 
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Expiration: 

Film Number: D770025-0075 

Format: TEL 
From: BONN 

Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1977/newtext/t1 97701 26/aaaaawiy. tel 

Line Count: 64 
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Subject: ADS REOUEST - PARALLEL DATA SYSTEMS, SAN RAFAEL, CA. THE FOLLOWING FIRMS WERE CONTACTED INDIVIDUALLY B 
TAGS: BEXP, GE 
To: COM 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/97b0b7d2-c288-dd1 1 -92da-001 cc4696bcc 
Review Markings: 

Margaret P. Grafeld 
Declassifled/Released 
US Department of State 
EO Systematic Review 
22 May 2009 

Markings: Margaret P. Grafeld Declassifled/Released US Department of State EO Systematic Review 22 May 2009 


Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 



